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Message Text 

UNCLASSIFIED 

PAGE 01 KABUL 04152 221002Z 
ACTION SY-05 

INFO OCT-01 NEA-11 ISO-OO FBOE-OO A-01 /018 W 

076437 221219Z/40 

R 220530Z MAY 78 
FM AMEMBASSY KABUL 
TO SECSTATE WASHDC 8137 

UNCLAS KABUL 4152 

E.O. 11652: N/A 

TAGS: ASEC, ABLD, ASUP 

SUBJECT: CHANCERY ENTRANCE DOORS 


REF: (A) KABUL 3166, 1545 AND PREVIOUS 
(B) STATE 126527 AND PREVIOUS 

1 . EMBASSY CONCURS WITH RECOMMENDED 1/4" SAFETY GLASS, 
9/16"AIRI LAMINATED POLICARBONATE AND DOUBLE KEYED ELECTRIC 
DEADBOLT AS STATED IN PARAGRAPH 3 OF REFTEL. THE 
DOOR DEADBOLT SHOULD BE MADE TO OPERATE ON 220 VOLTS, 

50 HERZ. 


2. THE MEASUREMENTS REQUESTED IN PARAGRAPH 4 OF REFTEL 
ARE AS FOLLOWS: 


A. WIDTH OF EACH COLUMNS (DOOR SIDE) 14-3/4 IN. 

B. WIDTH AND DEPTH OF CHANNEL IN CENTER OF EACH 
COLUMN: 3-3/4 IN. WIDE, 1 IN. DEPTH. 

C. MAXIMUM WIDTH OF OPENING BETWEEN TWO COLUMNS 
INCLUDING DEPTH OF EACH CHANNEL 61-3/4 IN. 

D. WIDTH OF OPENING BETWEEN TWO CHANNELS NOT 
INCLUDING EACH CHANNEL: 60 IN. 

E. HIGHT OF DOOR OPENING FROM MARBLE FLOOR 
TO BOTTOM OF TOP WINDOW FRAME 83-3/4 IN. 

F. COLOR SHOULD BE OF ALUMINUM BRONZE HARDCOAT 
FINISH TO CONFORM WITH PRESENT ENTRANCE 
UNCLASSIFIED 
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COLOR. 


3. PLEASE PROVIDE NECESSARY FUNDS FOR DOORS AND 
AIRFREIGHT COSTS SOONEST. 

ELIOT 
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